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S'trassenwesen). Main repairs and servicing will be handled by the Traffic Ministry; 
minor repairs will still be taken care of by the postal system. M . 


7. An Office for Communications Systems (Amt fuer Fernnetze) will be established to 
consolidate all technical telephone line services in one office. A people r s- 
owned enterprise for Telephone Installations and Construction (VEB Fernmeldeanlagen- 
bau) , under the Ministry for Post and Telecommunications, is to be established 
as of 1 January 1953. This enterprise is to 1b patterned after the VEB Fernkabelanlagtn- 
bau, which is to be transferred from the Ministry for Machine Construction 
(Ministerium fuer Maschinenbau) to the Ministry for Post and Telecommunications. 


8* The Port and Telecommunications Engineering Central Office (Post- unlFernraelde- 
teohnisobes Zentralamt) is to be changed into a Post and Telecommunications 
Engineering Institute (Post- und Fernmeldeteohnlsohes Institut). 


9* The Ministry for Post and Telecommunications will oontinue to work in cooperation 
with the State Planning Commission and the various other Mnistries and State 
Secretariats in the execution of projects. 


10* The reorganization of the Ministry for Post and Telecommunications is to be oom- 
pldted as of 31 December 1953. 
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